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•■■•VI! I? s 0 21 8* DO NOT UNDERSTAND REFERENCE ALKYD RESIN PAINT. 

INSTRUCTIONS CITED OMIT RESIN BASE PAINT IN FAVOR OF WATER-CEMENT, 

Sf FE-'AL SPECIFICATIONS TT-P-2K2). AM FORWARDING PORTLAND CEMENT 

CP! r I? ICAT IONS GIVING DETAILS OF METHOD REFERRED IN LETTER INSTRUCTIONS. 

o'^'END CAREFUL STUDY OF THIS AND BUREAU STANDARDS REPORT 
PREVIOUSLY SENT IN ORDER TO ENABLE YOU TO EXACT SATISFACTORY 
WORKMANSHIP WHICH IS HIGHLY IMPORTANT TO GAIN DESIRED RESULTS. 

HFLIFVE TREATMENT CALLED FOR IN 11.36 EFFECTIVE ONLY WHEN 
APPLIED TO EE POSED SURFACE. 
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